"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BOROVYY, Ye. Ne, (Rovno, ul. Khrushcheva, 4.42) 


panne AI 
Surgery in hyperthyreosis. Vest. khir. 82 no,6:36-39 Je '59 
1, Iz khirurgicheskogo otdeleniya Rovenskoy oblastnoy bol'nitsy 


(gl. vrach - T, D. Kostyukevich) 
(THYROID GLIAND--SURGERY ) 
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VaL'SKIY, V.M. (Rovno, ul, 1 Maya, d.14, kv.3); BOROVYY, Yom, 
; Street cee 
Intubation anesthesia in province and district hospitals. Nov. khir, 
arkh, no.4370-73 Jl-Ag '60, (MIRA 1522) 


1. Khirurgicheskoye otdeleni -Rovenskoy asian bol 'nits 1 
vrach - zasluzhe vrach USSR V.M,Vel'skiy), a Nera 
(INTRATRACHEAL ANESTHESTAD 
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BOROVYY, Ye.M. (Rovno,ul.Dimitrova, d.42)} VEL'SKIY, V.M. 
i re ee 


Obstruction of the left lung brochus by a polyp during right 
pneumonectomy, Grud. khir. 1 no.5:110~112 S-O '61, (MIRA 15:3) 


1. Iz khirurgicheskogo otdeleniya Rovenskoy oblastnoy bol!nitsy 


(glavnyy vrach ~ zaslushonnyy vrach USSR V.M. Vel'skiy). 
(BRONCHI ) (LUNGS——SURGERY) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BOROVYY, Ye.M. (Rovno, ul, Leninskaya, d.3a, kv.21) 


aareere ee 


Alloplasty of hernia with the use of capron. Nov.khir.arkh. 
no.1261-63 '62. . (MIRA 15:8) 


1. Khirurgicheskoye otdeleniye (zav. ~ YeeM. Borovyy) Rovenskoy 


oblastuoy bol'nitsy. 
(HERNTA) (NYLOW) 
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BOROVIY, Ye. Mo; KHIMICH, M, G.; ROMANYUK, A, I, 


Closed injury of the abdomen with rupture of the head of the pan- 
d the common bile duct. Nov. khir. arkh. no.2:67-68 'é2, 
creas an ec duinh 12-2) 


1, Rovenskaya uchastkovaya bol'nitsa i khirurgicheskoye otdeleniye 
(sav. - Ye. M. Borovyy) Rovenskoy oblestnoy bol'nitsy. 


(PANCREAS—-WOUNDS AND INJURIES) 
(BILE DUCTSWOUNDS AND INJURIES) 
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BOROVYY, Ye. M, 
5 ae ee 


Intratracheal potentiated anesthesia in operations on the thyroid 
gland. Exsper, khir. no,3:84-88 "62, (MIRA 15:7) 


1, Is khirurgicheskogo otdeleniya (zav. < zaslyzhennyy vrach 
UlrSSR M, V. Vel'skiy) Rovenskoy oblaustnoy bol'nitsy (glavnyy 
vrach T. D, Kostyukevich, nauchnyy rukovoditel' ~ prof, G. G. 
Karavanov) 


(THYROID GLAND—-SURGERY) (INTRATRACHEAL ANESTHESIA) 
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BOROVYY, Ye.M, 


Use of the UKL-60 apparatus in operations on the stomach, Klin.khir. 
no.8:24-26 J1 '62, (MJRA 15212) 


1. Khirurgicheskoye otdeleniye (zav, — Ye.M.Borovyy) Rovenskoy 


oblastnoy bol'nitsy, 
(STOMACH—-SURGERY) (SUTURES) 
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BOROVYY, Ye.M. (Rovno, ul. Leninskaya, d.3a, kv.21) ¥ 


Alloplasty of hernia with the use of capron. Nov.khir.arkh. 
no.l261—63 '62, (MIRA 15:8) 


1, Khirurgicheskoye otdeleniye (zav. - Ye.M. Borovyy) Rovenskoy 
oblastioy bol'nitsy. 
(HERNIA) (NYLON) 
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_BOROVYY, YesMs (Rovmoy ule Leninskaysy de3, kvo21); VEL'SKIY, V.M.; 
KLESHKAN', G.A. 


Some problems of training surgical personnel in Rovno Provinces - 
Klinekhir. n0e9263-65 S '62., (MIRA 1635) 


1. Khirurgicheskoye otdeleniye (zav.e = YeeM. Borovyy) Roven— 
skoy oblastnoy bol *nitsy. 
(ROVNO PROVINCE--SURGERY-—--STUDY. AND TEACHING) 
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VEL'SKIY, V.M.3 BORCVYY, Ye Me 


Use of B.V. Petrovakii'y <i-riragreatic (i718 in escphugsel surgery. 
Khirurgiia no.1t68&72 '63, (MTA 1725) 


i. Iz khirurgicheskopo otdeicniya (zav. Yes. Borovyy) Rovenskoy 
oblastnoy bol'nitsy (glavayy veach = zaslushennyy vrach UkrSsh 
VM. Vel'skiy}. 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BAYANDIN, PsA. (Murmansk); SHVETSOV, I.M.; TIMOFEYEVA, .V.3; KOVAL", V.P.; 
KOZLOVA, E.Z.; TRET'YAKOV, N.I. (Kaliningrad); MAMEDOV, E.SH. 
(Poselok Martuni, AzerSSR); BOROVYY, Ye.M.; DULAYEV, S.G. (Grodno); 
GERASIMOV, B.A. (Iugansk); HELINTR>“te#y"(Chernovtsy) ; MIGAL',L.A.; 
GUBANOV, A.G.; GOROVENKO, G.G. (Kiyev); SHAROV, B.K. (Chelyabinsk); 
SHUVALOVA, 2.A. (Sverdlovsk) NEYMARK, I.I.; ARYAYEV, LN. (Odessa); 
KABANOV, A.Ne; KONOVALOV, Yu.S.3; ZAK, V.I. (Orenburg);MIKHAYLOV, M.M.; 
SEZ'KO, A.D. (Voronezh); SHALAYEV, H.I.3 DONIN, V.I. (Saratov). 


Abstracts. Grudn. khir. 5 no.32110-126 My-Je'63 (MIRA 17:1) 


1. Iz kafedry normal'noy anatomii Ryazanskogo meditsinskogo ine 
stituta imeni akademika I.P.Pavlova (for Shevtsov). 2. Iz Sochin- 
skogo nauchno-issledovatel'skogo instituta kurortologii i fizie- 
terapii Ministerstva zdravookhraneniya RSFSR ( for Timofeyeva). 

3. Iz khirurgicheskogo otdeleniya Ternopol'skoy klinicheskoy 
gorodskoy bol'nitsy ( for Koval'). 4. Iz kafedry tovograficheskoy 
anatomii i operativnoy khirurgii ( zav. - prof. A.sP. Sokolov). 
Permskogo meditsinskogo instituta (for Kozlova). 5. Iz khirure 
gicheskogo otdeleniya ( zav. = Ye. M. Borovyy) Rovenskoy oblast~ 
noy bol'nitsy (glavnyy vrach - UkrS€R V.M. Vel'skiy) (for Borovyy). 


(Continued on next card) 
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BAYANDIN, PeAw-—— (continued) Card 2, 


6.12 fakul' tetskoy khirgrgicheskoy kliniki ( dir. - prof. I.M. 
Popov'yen) i gospital noy terapevticheskoy kliniki ( dir, ~ 
prof, L.S.Shvarts) lechetnogo fakul'teta Saratovskogo meditsin= 
skogo instituta ( for Migal'). 7. Iz kafedry fakul'tetskoy khi-+ 
rurgii ( zav. - prof. I.I.Neymark) Altayskogo meditsinskogo in- 
stitute ( for Neymark). 8. Iz Novosibizskogo gorodskogo protivo~ 
tuberkuleznogo dispansera ( for Kabanov). 9. Iz kafedry fakul!— 
tetskoy khirurgii (sav. - prof. I.A.Ivanov) Permskogo meditsinsko- 
go instituta ( for Shalayev). 
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_BOROVYY, Ye.M.; VEL'SKIY, V.M, 


Tension pneumothorax following puncture of an abscess of a 
solitary lung. Khirurgiia 39 no.8:114-115 Ag '63. 

(MIRA 17:6) 
1. Is khirurgicheskogo otdeleniya (zav.- kandidat meditainskikh 
nauk Ye.M. Borovyy) Rovenskoy oblastnoy bol'nitsy (glavnyy 
vrach - zasluzhennyy vrach UkrSSR V.M. Vel'skiy). 
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BORCUYY, 8 ecey J.und. mec. nauk 


Surgical treatment of thyrotoxic goiter in childhocd and adolescence. 


Khirurgiia no.10:136-138 ‘64, (MIRA 18:8) 
1. Khirurgicheskoye otdeleniye (zav. - Ye.M,Borovyy) Rovenskoy 


oblastnoy bol'nitsy (glavnyy vrach - zasluzhennyy vrach UkrSSR 
V.M.Vel'skiy), 
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BOROVYY, Ye.M., kand. med, nauk 
= ; erg tA EEN OTR 90210 
Repeated operations on the thyroid Poa aes to a recurring 
° . khir nowl1:35-37. N '64. 
goiter. Vest. khir, 93 novwll ‘ean a8-6) 


1. Iz khirurgicheskoge otdeleniya (zav. - Ye.M. Borovyy) Ro- 
venskoy cblastnoy bol'nitsy (glavnyy vrach - zasluzhennyy 
vrach UkrSSR V.M. Vel'skiy). 
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__BOROVYY, Ye.M., kand.med.nauk 


Surgical treatment of thyrotoxic goiter complicated with fibrillating 
arrhythmias Vest. khir. 93 no.l2:11i-113 D "64. Joe 
(MIRA 18: 
1, Iz seed ena otdeleniya (sav, - V2,M,Borovyy) ear 
oblastnoy bol'nitsy (glavnyy vrach - zaslushennyy vrach UkrSSR 
V.MeVel'skiy), 
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BOROWCZYK, Marian; CZUBEK, Jan A.; DZIUNIKOWSKI, Bohdan; NIEWODNICZANSKI, 
~~ GPEyenL UBER, Andrzej 


Apparatus for radiometric determination of the bulk density 
and the moisture of soil under field conditions. Nukleonika at 
9 no.11/12:871-884 "64. og 


1. Department of Engineering Geology of the Institute of 

Geology, Warsaw (for Borowezyk). 2, Department VI of the 
Institute of Nuclear Research of the Polish Academy of Sciences, 
Warsaw (for Czubek and Zuber), 3. Institute of Nuclear Technology 
of the School of Mining and Technology, Krakow (for Dziunikowski 
and Niewodniczanski). 
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rad 


PORKOWE! Bs; J)arvar 


BOROWCGZYK, Marian 


Department of Engineering Geology,Geological Institute 
(Zaklad Geologii Inzynierskiej Instytutu Geologicznego) 


darsaw, Kwartalnik geologicany, No 3, 1963, pp 525-26. 
"Results of Investigations of Permeability of Loose 


Rock, Depending on Method Used. Part I--Research Using 
Radiometric Methods", 
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‘ BOROWCZYK, M.; JURKIEWICZ, L.; ZUBER, A. ; | 


New radioisotope experiences in determining the parameters of 
groundwater flow in Poland, Nukleonike, 9 no.7/8:681=695 ‘64, 


| 
1. Geologic Institute, Warsaw (for Borowczyk). 2, Institute of | 
Nuclear Technology, School of Mining end Metallurgy, Krakow (for 
slam ia 3. Institute of Nuclear Research, Krakow Branch (for 
uber). | 
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POLAND/Nuclear Physics - Installations and Tustrunents. 
Methods of Measurement and Research 


Abs Jour : Ref Zhur Fizika, No 8, 1959, 17208 
Author : Beniez, J., Borowcz y- Oe 
Inst : Highest Pedagogical School, Katowice, Poland 


Title : A New Method for the Rapid Measurement of the Shrinkage 
Factor of a Nuclear Enulsion 


Orig Pub: Acta phys. polon., 1958, 17, No 2-3, 203-205 


Abstract + The authors describe a method for yaeasuring the shrinka- 
ge factor with the aid of specially constructed pycnone- 
ter. The results obtained are in agreenent, within the 
limits of errors, with the fata obtained hitherto by 
other methods. 


Cara 1/1 
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é 


BOROWIAK, F. 


New cold-setting cements resistant to acids and alkalies. p.379. (PRZEMYSL 
CHEMICZNY, Vel. 10, No. 7, July 1954, Warszawa, Poland) 


SO: Monthly last of East European Accessions, (EEAL), LC, Vol. 3, No. 12, Dec. 
1954, Uncl. 
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P/021/61/000/004/001/001 


D21.1/D307 
AUTHOR: Borowiak, Feliks and Prot, Tomasz, Masters of Engineer- 
oe (| nai 
TITLE: New insulating materials of the Samica type 
PERIODICAL: Przegiad elektrotechniczny, no. 4, 1961, 161-164 
TEXT: The preparation and properties of new micaceous electrical Ge 
insulators are described. Brief mention is made of the importance > 


of artificial micas for electrical appliications. The chief disad- 
vantages of micanites produced in Poland are the variable sheet thick- 
ness and the low efficiency and high cost o/’ the processes. A number 
of materials have been made by hot pressing small flakes or mica 

dust with a bonding agent to overcome these shortcomings. An important 
product of this type, Samica, and the preparation of the corresponding 
samicanites were investigated by the Instytut twoyzyw sztucznych (In- 
atitute of Synthetic Materials). Analogous work was conducted at 
Gliwice by the Zakkady tworzyw sztucznych (Department of Synthetic 


Card 1/4 
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P/021/61/000/004/001/001 
New insulating materials... D211/D307 


Materials). Work on the continuous production of Samica was continued 
by the Instytut celulozowo papierniczy, (Cellulose and Paper Institute) 
and the resulting materials were then tested at the Instytut elektro- 
techniczny (Electrotechnical Institute) at WrocZYaw. The nature, 

chemical composition and occurrence of micas are briefly described. 
Samica ('‘'micaopaper’'") consists of micaceous foliae made from an 
aqueous suspension of small flakes of muscovite (*tmica pulp'') by 
classical papermaking methods. To produce the pulp, muscovite is heated, 
partially dehydrated, bloated, comminuted, treated chemically and 
washed. Variations of this process are mentioned. The pulp is fre= vA 
quently bonded with ~. 1% of shellac to improve the cohesive strength 

of the sheet which is generally 0.05 - 0.2 mm thick and which may then 
be further processed into materials analogous to micanites. The ad 
vantages of mica paper consist mainly of its uniform thickness, homo~ 
geneity and lack of size restrictions, and thus allow more economic pro- 
duction of high quality insulators. Experimental determination of the 
optimum conditions of samicanite production was investigated under 
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P/021/61/000/004/001/001 
New insulating materials... D211,/D307 


5 general aspects: ignition and comminution of mica, subsequent chemical 
treatment, manufacture of mica paper, manufacture of fundamental sami- 
canites and testing of the mechanical and electrical properties of the 
products. 0.5 kg loads of Indian muscovite were heated in a muffle 

furnace. until the product was homogeneous, well expanded and ofa 

matt silver color, 30-40 min. at 800._C or 50-60 min. at 70 £ ab- 
stractor’s. note: This is probably 700 c] were found to be most suitable. 
Both wet (quenching in aq- saturated NaOH, followed by addition of 

HC1 and stirring) and dry (milling) methods of comminution were in- PA 
vestigate’. The best pulp is made from flakes comminuted by the wet 

process or milizd to obtain a small proportion of flakes > 2 mm or aS 
dust. Comminuted flakes were boiled for 50 min. in 5-6% HCl or for 

10-15 min. in 20% H,S0, to increase the cohesive strength of mica paper 


and were then washed with water to remove all electrolyte. Mica papers 
were made in circular sheets 20 cm. in diameter and 0.015-0.1 mm 
thick, using a Rapied-Kothen papermaking machine (VEB Werkstoffpruef- 
maschinen Leipzig), and were then subjected to a number of tests. The 


Card 3/4 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


P/021/61/000/004/001/001 
New insulating materialsooe D211/D307 


results are given in tabulated form. Samicanites were prepared by bond- 
ing samica sheets with shellac. Some difficulties were experienced due 
to the very low wet strength of the paper. Bonded sheets were dried 

for 24-36 hrs at 40-60 C under a slight pressure to prevent bloating, 
and were then reinforced by hot pressing between sheets of bronze mesh 
and acid resistant steel,, For commutators, samicanites were subjected 


to 150°C and ~ 200 Kg/Cm™ for 30 min. while moulding insulators were 


treated’ at 100°C under 8 Kg/Cm“ for 15 min, Cooling under pressure Va 
was employed in both cases. The electrical properties of these materials 

are also tabulated in the article. Increasing use of samicanites is an- — 
ticipated and it is suggested that the question of large scale pro- 

duction should be discussed. There are 5 figures and 6 tables. 


ASSOCIATION: Instytut tworzyw sztucznych (Institute of Synthetic 
Materials) 
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1. Head, Division of Social and Welfare Problems, Association of 
Nonferrous Mining and Metallurgy, Katowice. 
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BOROWICKI, S. 


"Problem of Investments in the Forest Industry", pe 2, (PRZEMY35L DRZEWNY, Vol. 
5, No. 10, Oct. 1954, Warsz’wa, Poland) 


SO: Monthly List of East European Accessions, (EAL), LC, Vol. 4, Now 5, May 
1955, Uncle 
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BOROWICKI, S. 


The theory of the use of the maxinal set of saws and its practical aprlication. 
pl 198 (Przemysl Drzewny. Vol. 7,no. 7, duly 1956, Warszawa, POland) 


Monthly Index of East “uropean Accessions (zeai) LC. Vol. 7, no. 2, 
Fetruary 1958 
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BOROWICZ, As 


Application of flame photometry in the analysis of mineral waters. De 181. 


CHEMIA ANALITYCZNA. (Komisja Analitycana Polskie Akademii Nauk i Naczelna 
Organizacja Techniazna) Warszawa. Poland, Vol. 4, No. 1/2, 1959. 


Monthly list of East European Accessions (EEAI) LC, Vol. 8, No. 8, August, 1959. 
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BOROWKCZ, Alfred _ 


Development trends in the construction of mining machinery in 
Poland, Przegl techn 97 Special issues323~329 Je '61. 
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TREBICKA-KEIATKOWSKA, Barbara; BOKINIEC, Michal; BUROWICZ, Cecylie 


Infecticus parctitis and femals fertility. Ginek. Fol. 35 no.62 
B45q851 Ne 164 


1, 21 Kliniki Folomictwa i Chorob Kobiecych Akademii Medyemej 
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Wiodarski). 
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TREBICKASHWIATKOVEKA, Barbara; BOROWICZ, Cecylia 


‘Eons 


Studies on the value of morning texperature as en early +. 
Yor pregnancy , its course and durniion. Ginck. Pol. 30°: ole 
4leiB Ja '65 


1. 4 I Kiiniki Poloznictwe i Chorob Koblecych Akademii Medycre 
noi w lublinie (Kicrowik: prof. dr. med. S.Liebhart) i : 
Wejewed2k te} Poradnd Swladorego Macterzynstiwa w Lublinis (Kie~ 
romikes dr. med. BE, Trebicka~Kwietkowska). 
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BOROWICZ, D.; BORGWICZ, 1, 
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Interferometers for testing optical systems, p. 140. 
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POLAND/Optics - Opticnl Technology. K 
Abs Jour : Ref Zhur Fizika, No 2, 1960, 44h2 

Author : Borowic » Lech; Borowiez, Daniela —— 

ae iiteneerinaters for Testing Optical Systens 

Orig Pub : Pomiary, automt., kontrola, 1959, 5, No 4, 140-143 


Abstract : Survey atticle. The authors describe Twyman interfero- 
neters for measuring photographic objectives and micro- 
objectives, aberration modificators (sphertcal aberration, 
astignatism, coma), the Lau and Krug interferometer for 
testing photographie lenses, and polarization interfero- 
neters. 
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é.3000 (2195, 40S, Xd) nob) P/034 go oan/ora/005/005 
9, 5310 « a225/A12 
AUTHORS Borowicz, Lech, and Borowicz, Daniela, Masters of Engineering 
———aee 
TITLE? The measurement of the complex-contrast-transmissi0n function 


PERIODICAL: Pomiary -. Automatyka - Kontrole, no- V1, 1960, 455-458 


TEXT: This is.a descriptive article {probably the first one in Po- 
land on this gubject) dealing with various yethods of determining the con- 
trast transmission of lenses, basing on the principles developed by Duffieu, 
H. Hopkins; Schade, and others. This go-called Ncomplex-contrast. transmsS- 
gion function" is expressed by the formula D(R) # T(R) exp fi6(R)] » in which 
R= number of lines per 4 mm, or ‘gpace frequency" T(R) « module of com~ 
plex-contrast-transmss?0n function, oT 4 quotient of the contrast of the 
image and of the object; $(R) = phase transmission function which charac- 
terizes the dislocation of the line on the image obtained through the tested 
lens a8 compared with an ideal smage- The Rosenhauer-Rosenbruch Method em- 
ploys & system illustrated py Figure 4. A test pattern is placed on the 
revolving drum, the intensity of its image formed by the tested lens (2) is 
measured by & microphotometer consisting of 8 microscope lens (3), diaphragm 


- tae 


/ / 
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(4), and photoelectric lens (5). The current supplied by the latter is tha 
amplified by the amplifier (6), and may be observed on a double~beam oscil- 
loscope tube (11). The other beam of the oscilloscope tube is used for 
comparing the image of the tested lens with an undistorted image of the same 
pattern supplied by another microphotometer consisting of lens (7), dia- 
phragm (8), photoelectric cell (9), and the amplifier (10). The authors 
used a square intensity pattern, and by comparing both halves of the screen 
images (the tested image and the reference image) were able to determine 
hte T(R) and $(R). In the Moiré Method (Fig. 7) two grid patterns (1), at 
an angle to each other, are moved vertically along siit (5), resulting in a 
periodical change of density. Another slit (3) is placed in the plane of 
the image formed by the tested lens (2), and behind it a multiplier photo- 
tube (4). The reference data are supplied by another multiplier phototube 
located next to slit (5). Both phototubes are conneoted to amplifier (7), 
followed by transformer (8), and the oscilloscope (9) which indicates T(R). 
The phase difference of the current supplied by both phototubes -@(R)- is 
shown on the screen of another oscilloscope (10). Both methods possess a 
number of deficiencies (dependence of the angle of light beams, azimuth, 
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aperture of the diaphragm, etc.) which may be eliminated by developing T(R) 
into Taylor Series: 2 
a(n) = 1 - SBR ip - Git) *(20r) 2", 


in which B = reciprocal of the relative aperture; R = space frequency; r= 
distance of the front lens from the image plane; A = wavelength of light; 
W. = Wx 

x x 
= a derivative of the wave aberration towards x. The measurement of 

7: - Wye 

(W, - W,) 
may be carried out with the aid of a Savart Plate, as shown on Figure 8. 
Here, a light beam comes out of slit (1) placed in the focus of the tested 
lens (2). Due to its aberrations the. plane of light waves is not flat. 
Whe first polarizing filter (3) and the Savart plate (4) form two identical 
wave planes shifted by Ax. The second polarizing filter (3) is directed at 
a right angle to the first one, so that the intensity of the transmitted 
light will be equal to the difference between the intensity of both waves. 
This:is measured by the multiplier phototube (6) on which the beam is con- 
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densed by lens (5). The reference density unit is determined by measuring 
the beam with both polarizing filters set in parallel direction. The cur- 
rent supplied by the multiplier phototube wilt. be proportional to the Tay- 
lor Series of T(R). A similar measurement may be carried out by means of 

a Wollastone prism, which acts like the Savar+ Plate. Finally, the authors 
describe a visual measurement method illustrated by Figure 11 (originating 
from J. Simon): 1 - light source; 2 - condenser; 3 - two prisms for equal- 
izing mean intensity. From this point on the system consists of two parallel 
branches: for reference purposes a Olairaut lens (5) with rectangular re- 
volving diaphragm, while the other branch contains the tested lens system 
(6) with a microscope lens (7) for the magnification of the test image. 
Mirrors (8) and (9) allow the eye (11) to observe both images simultaneous~- 
ly through the ocular (10). The length of fosus of the reference Clairaut 
lens must be so selected that both images have the same size. There are 

11 figures and 10 references: 8 Soviet-bloc and 2 non-Soviet-bloc. 
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Figure 43 
_ Diagram of the apparatus employed 
by the Rosenhauer-Rosenbruch lieth- 
ods , : 
1 + revolving drum with test put- 
- tern; 2 - tested lens; 3 - mi- | 
+ groscope lens; 4 - diaphragm; 5- | ; 
“~ photoelectric cell; 6 - amplifier; - 
: J - miorophotometer lens of the ° 
. reference branch; 68 - diaphragn; 
: 9 = photoelectric cell; .10 - am- | 
plifier; 11 - double-beam oscillo 
scope; ' 12 - light source. : 


ee 
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Diag gam of the apperatus employed by the 
Moiré Me thods ; : 

1 - Noiré grids; .2 - tested lens; 3- | 
elit in the plane of" th image; 4 - multi- 
plier phototube; 5 - sl’t-near the srid 
pattern; 6 ~‘multiplier plototube; 7 - - 

* amplifier; 6 '= current converter (trans-. 

“© former unit) producing curve 7(H) on the | 
oscilloscope 9; 10 - oscilloscope show- © 
ing the phase difference (R). 
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{ Diagram _of the aysten with a Svart Plate for deter- 


| mining (Wy - Wy)? 
4 ‘= slit; 
“ 4 = Savart Plate; 
= phototube. 


2 - tested lens; 


3 - polarizing filters; 


5 = condenser lens; 6 - multiplie 


Figure 11: 
Diagram of a visual system: 


1 - light source; 
3-- two prisms; 
with identical sine-shaped grada- 
tion cf intensity; 
; lens; 
‘yit “microscope lens; 
10 - ocular; 
server. 


x 
ry 
¢ 
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4 -~ test filters 


5 - Clairaut . 
6 - tested lens system; -7 
8, 9 - mirrors; 
11 - eye of the ob- 
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< in} = pts ac 
trends in the development of a flat car of Folish construction. fp. 235. 


(ERGENYS] WLOKIENNICZY. Vol. 1, Yo. 5, May 1957. Warszava, tolanc) 
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BOROWICZ, J. 
en 


Studies on a flat contton card with a reinforced lickersin, p. 335. 
PRZEGLAD WLOKIENNICZY, (Stowary szenie Inzynierow iT emys 
Wlokienniczego) Loda, Poland, Yol, 13, Won 7, duly amet ss 


Monthly List of East European Accessions (EEAI) IC, Vol. 9, No. 2, Feb. 1959, 
Uncl. 
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STAZKA, Zuzanna; BOROWICZ, Jan 


Visceral lupus erythematosus and rheumatoid arthritis. Pol. tyg. 
‘tek, 20 no.33:1244-1246 16 Ag 165. 


1. Z 1 Kliniki Chorob Wewnetrznych AM w Iublinie (Kierownik: prof. 
dr. M. Kedra). 
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BOROWICZ, Jerzy 


Detaching of webs from the cotton curd doffer by means of 
rome arrangements. Praegl wlokien 16 no,2:80-82 F 
t 2. 


1. Centralne Technicsne Biuro Prsemyslu Maszyn Wlokiernicaych, 
Lodz, 
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BOROWICZ, Jeray; LASKI, Jozef 


oe hae 
Pneumatic pressure bars of the PP 1 type, Przegl] wickien 16 
no.2282-83 F '62, 


1, Centralne Biuro Technicszne Prsemyslu Massyn Wlokiennicaych, 
Lods. 
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BOROWICZ, Jersy; LENKO, Jan 


Case of lefomyoma of the epididymis. Polaki tygod. lek. 9 no.44: 
1425-1426 2 Now 54. 


1. Z Oddzialu Urologicsnego Wojsk. Sepit. Klin. w Lodsi i s Wojek. 
Centr. Pracovni Anat.~Patol. i Med. Sad. w Lodzi. 
(ZPIDIDYMIS, neoplasns, 
leiomyoma, case report) 
(LEIOMYOMA, 
epididymis, case report) 
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_ \ROROWICZ, Jersy _ 


Certain pathomorphological aspects of experimental yeast infections, 
II, Pat.polska 11 no.4:361-368 '60. 


1. Z Pracowni Patomorfologicenej Zaklaiu Patologii Doswiadczalnej 
PAN, Kierownik Zakladu: prof.dr L.Pasgikewich, Kierownik Pracowni 
Patomorfologicsnej: doc. dr Z.Russosewski. 

(MYCOSES exper) 
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BOROWICZ, Krystyna; BOROQWICZ, Jerzy 


Pathological anatomt of toxoplasmosis with a review of our cases. 
Polski tygod.lek, 15 no.18:664-668 2 My 160.. 


1, Z Zakladn Anatomii Patologicznej; kierownik dr, Krystyna Borowicz, 
Kliniki Ginekologiczno-Poloznicsej; kierownik: prof. dr. med, Jan 
Lesinski, Instytutu Matki 1 Dsieckaw Warszawie; dyrektor prof. 
dr. med. Francissek Groer. 

(POXOPIASMOSIS case reports ) 
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BOROWICZ, Jerzy; FIALKOWSKI, Stanislaw 
Ne 
A case of multiple fat emboli after emur fracture and labor. 
Chir.nars.ruchn ortop.poleka 25 no.6:569-572 '60. 


1. Z Oddzialu Ortopedyczno-Urasowego Centralnego Szpiiala 
Klinicsnego WAM vw Warszawie, Kierownik: prof.dr M.Garlicki; 
 Pracowni Anatomopatologicsnej Cent:ralnego Ssvitala Klinich- 
nego WAM w Warssawie, Kierownik: doc.dr Z.Ruszczewski. 

(FEMUR fract & disloc) 

(EMBOLISM etiol) 

(LABOR ) 
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BOROWICZ, Jerzy} RUSZCZEWSKI, zy gmunt 


Effect of non-specific infection on the formation of morphological 
reactions during the course of tuberculosis in guinea pigs. 
Gruzlica 28 no.6:425-430 Je ‘60, 


1. Z Pracowni Patomorfologii Zakladu Patologii Doswiadezalnej PAN 


Kierownik Zakladu: prof. dr med. L.Paszkiewicz Kierowik Pracowni: 
doc. dr med. Z.Ruszezewski : 


( TUBERCULOSIS exper ) 
(ESCHERICHIA COLI INFECTIONS exper) 
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< BOROWIC2, Jerzy; KORDYS, Jan 


A case of isolated pulmonary amyloidosis. Pol. przegl. radiol. 26 no.4: 
297-302 '62, 


1. 2 Zakledu Anatomli Patologicznej Szpitala PKP w Warszawie-Miedzylesiu 
Kierownik Zakladu: dr med. J. Borowicz z Zakladu Radiologii Szpitala 
PKP w Warszawie-Miedzylesiu Kierowik Zakladu: dr med. J. Kordys 
Dyrektor Szpitalas dz med. K. Kaminski. 

(AMYLOIDOSIs) (LUNG DISEASES) 
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BOROWIGZ, Jerzy Wes BICZ, Wiedzimierz 


Morphological and some biochemical changes in the adrenal 
glands in acute radiation sickness in rats, Pat, pol. 14 no.2: 
227-235 "630 


1, 2 Pracowni Patomorfologii PAN Kierownik: doc. med, Ze. 
Bankowski Z Pracowni Bicchemii Kierownik: dr med, W. Bics 
Z Zakladu Patologii Doswiadczalnej PAN Kierownik: prof. dr 
med, L. Pasakliewicz, 

(RADIATION INJURY, EXPERIMENTAL) 

(ADRENAL GLANDS) (PATHOLOGY) 

(CHOLESTEROL) (LIPIDS) (HISTOCHEMISTRY) 
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ANTYPOROWICZ, Wiodzimierz; BOROWICZ, Jerzy; KORDYS, Jan 


Keratotic planoepithelial carcinoma of a choked cyst of 
the submandibular salivary gland. Otolaryng. pol. 17 no.2: 
201-208 *'63. 


1. Ze Sapitala Kolejowego w Warszawie-Miedzylesiu Ordynator 
Oddzialu Laryngologicznego: dr med. W. Antyporowica Kierownik 
Zakladu Anatomii Patologicznej: dr med. J. Borowicz Kierownik 
Sakladu Radiologii: dr med, J. Kordys. 

(CARCINOMA, BASAL CELL) 

(SALIVARY GLAND NEOPLASMS | 

(SUBMANDIBULAR GLAND) (CYSTS) 
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BISERGAL, Stanislaw; BOROWICZ, Erystyna; WIERZBOWSKA, Alina 
, etn eee 
Granuloma fungoides as a disease of the reticuloeniothelial systen. 
Polski tygod.lek. 10 no.23:757-761 6 Je '55. 


1. Ze Szpitala Chorob Skornych im.Sonnenberga; ordynator: dr.S. 
Bibergal: s Zakladu Anatomii Patologicsnej A.M. w Lodsi; kierownik: 
prof, dr med, A Pruszczyneki i s Pracowni Hematologicznej Panstw. 
Spitzla Klinicznego im, HN. Barlickiego; kierownik: dr. med. A, 
Wiersbowska) Lods, Tramwojowa 15 

(MYCOSIS, FUNGOIDES, pathology 

RE systen) 
(RSTICULOZNDOTHELIAL SYSTEM, pathology 


in nycosis fungoides) 
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PALINSKA-WRESE, Zofia; BOROWICZ, Krystyna 
ee Cat Bia Sipe. 3g 
Clinical and histological considerations on so-called paratypia. 
Gin. polska 26 no.2: 205-209 Apr-June ‘55. 


1. Z KLiniki Chorob Kobiecych 1 Poloznictwa A.M. w Lodsi. 
Kierownik: prof. dr J, Sierosszewski i s Zakladu Anatomii Pato- 
logicsnej A.K. w lodsi Kierownik: prof.dr A. Prussczynski. 
(VAGINAL SMEARS, 
paratypical picture) 


See Algo’ QoRow\CZow?) Ka ysl ym. 
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ZIBLINSKA, Cecylia; BOROWICZ, Krystyna 


Observations concerning early stages of experimental amniotic 
fluid embolism. Polski tygod.lek.15 no.7:241-247 15 F '60. 


1. 2 Instytutu Matki 1 Dsiecka w Warszawie; dyrektor; prof.dr. 
med. F. Groer, s Kliniki Polognictwa i Chorob Kobiecych; kie- 
rownik: prof.dr.med. J. Iesinski i s Zakladu Anatomo-Patologics- 
nego; Kierownik: dr.med. Krystyna Borowicz. 

(EMBOLISM exper. ) 

(AMNIOTIC FLUID) 
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BOROWICZ, Krystyna; BOROWICZ,Jersy 
Pathological anatomt of toxoplasmosis with a review of our cases. 
Polski tygod.lek. 15 no.18:664-668 2 My '60.. 


1, Z Zakladu Anatomii Patologicsnej; kierownik dr. Krystyna Borowicz, 
Kliniki Ginekologicsno-Poloznicsej; kierownik: prof. dr, med, Jan 
lesineki, Instytutu Matki i Dsieckaw Warszawie; dyrektor prof. 
dr, med, Francissek Groer,. 

(TOXOPIASMOSIS case reports) 
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HOFMAN, H,; LITWIN, E,; BOROWICZ, K,;—KUBICZ, S, 


A syndrome of eosinophilic granuloma, Abt-Letter-Sive disease and 
Hand-Schueller-Christian disease in an infant. Pediat. polska 36 
no,42387-396 '61, 


1. Z Oddzialu Niemowlecego P.o. Kierownik: dr med. k.n.m. H. Hofman 
Z Zakladu Anatomii Patolegicsnej Kierownik: dr med. K. Borowlez i 
zs Zakladu Radiologii Kierownik: doc, dr med. S. Kubics Instytutu 
Matki i Dsiecka w Warasawie Dyrektor: prof. dr med. Fr. Groer. 


(BOSINOPHILIC GRANULOMA in inf & child) 
(LETTERER SIWE DISEASE in inf & child) " 
- (HAND SCHUELLER CHRISTIAN SYNDROME in inf & child) 
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SZKLARSKA, Romualda; BOROWICZ, Krystyna; DZIECIATKOWSKA, Wanda 


Problems dealing with the epidemioloyy and diagnosis of toxoplasmosis 
in obstetric cases, Gin, polska 32 no,1:77-87 '6l. 


1, Z Instytutu Matki 1 Dsiecka w Warszawie Dyrektor: prof, dr med. 
F, Groer Klinike Poloznictwa i Chorob Kobieoych Kierownik: prof. dr 


med, J. lesinski. 
(TOXPLASMOSIS in pregn) (PREGNANCY compl) 
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BOKOWICZ, Xeystyna;.SZKLAKSKA-CYGANSKA, Romaulda 


Morphological picture of ‘experimental toxoplasmosis in white mice. 
Med. dosw. mikrob. 14 no.2:151-158 ‘62. 


1. Z Instytutu Matki i Dziecka w Warszawie. 
(TOXOPLASMOSIS exper 
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PORADOWSKA, Wanda; LODZINSK1, Kazimierz; KUBICZ, Stanislaw; _BOXOWICZ, 
Krystyna 
Py 


Pulmonary echinococcosis in a child. Polski przegh. radiol. 26 
no.2:123-129 162, “ ‘ 


1. Z Oddzialu soe sae Dedeciecej Kierowmik: prof. dr med. 
W. Poradowska z Z du Radiologii Kierownik: doc. dr med. S,Kubics 
z Zakladu Anatomii Patologicznej Kierowmik: dr med. K.Borowicz 
z Instytutu Matki i Aziecka Dyrektor': profi dr med. B.Gornicki. 
(LUNG DISEASES in inf & child) 
(EBHINOCOCCOSIS jn inf & child) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BIELOWICZ, Alina; BOROWICZ, Krystyna 


Puncture biopsy of the liver in children. Pediat. pol. (37 n0.6: 
591-600 Je 62, 


1. Z Kliniki Chirurgii Daieciecej Kierownix: prof. dr. med. W. Poradowska 
1g Zakladu Anatomii Patologicsnej Xierowik: dr med, X. Borowics 
Instytutu Matki i Dziecka w Warszawie Dyréktor: prof. dr med. B.Gornicki. 


(BTOPSY in inf & child) (LIVER pathol) 
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NOWKUNSKI, Jerzy; BOROWICZ2, Krystyns 
Renee ATE TARTS TSS = 
Studies on the effect of sulfonamides on gonadal morphology 
in rats. Pat. pol. 14 n0.22265-272 '63- 


1, Z Kliniki Poloznictwa i Chorob Kobiecych piatyete Te 
4 Deiecka w Warszawie Kierownik: prof. dr wie ° 
Dyrektor Instytutu! prof. dr med. B. Gornic (paraonocr) 
(SULFONAMIDES ) ( PHARMACOLOGY ) T 
(ovARY) (TESTIS) 
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NOWKUNSKI, Jerzy; WOJCICKA,! Zofia; BOROWICZ, Krystyna 


: d on the morphology 
Studies on the effect of p-eminosalicylic aci 
and function of the gonade of white rats. Ginek. pol. 34 no.1: 
135-139 "63. 


1. Z Kliniki Poloznictwa i Ghoreb Kobiecych Instytuta selgew 

Dziecka w Warszawie Dyrektor dopey tates Prat dr B, fornicki 

Kierownik Kliniki: prof. dr med. J. Lesinski. , 
(AMINOSALICYLIC ACID) (TESTIS) (OVARY) 
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HOWKUNSKI, Jerzy; WOJCICKA, Zofia; BOROWICZ, Krystyra 


Studies on the effect of isonicotinic acid hydrazide on the 
morphology and activity of the gonads of white rats, Ginek. 
pol. 34 noe 1s153-159 163. 


1, Z Kliniki Poloznictwa 1 Chorob Kebieqych Instytutu Matki 1 

Dziecka w Warszawie Kierownik Kliniki: prof. dr med. Je 

Lesinski Dyrektor Instytutu: prof. dr med. B, Gornicki. 
(ISONIAZID) (TESTIS) (OVARY) 
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BIELIECKI, Antoni; foRczoz,, Krystyna; MISIEWICZ, Leexek 


Cancer of the cervix in conjunction with cancer of the corpus 
uteri in a 37-year-old virgin. Ginek. pol. 34 no.6:767=771 "63. 


1. Z Kliniki Polomictwa i Chorob Kobiecych Instytutu Matki i 
Deiecka w Warszawie. Kierownik: prof.dremed. J.lesinski. 
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PORADOWSKA, Wanda; LODZINSKI, Kazimierz; KUBICZ, Stenielaw; BOROWICZ, 
Krystyna 


Congenital pulmonary cysts in infants and small children, Pol. 
przegl. chir. 36 no.3:357-364 Mr ‘64. 


1. Z Oddzialu Klintosnego Chirurgii Dzleciecej (Kierownik: prof. 
dr W. Prvadowska), 2 Zakledu Radjologii (Kierowniks doc. dr 5. 
Kubiez),. z Zaklad. Anatomii Patologiaznej (Kierownik: dr K. 
Borowic., 4 z Instytutu Matki i Daiecka w Warszawie (Dyrektor: 
prof. dr B, Gornicki). 
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KUREK, Jan; BOROWIEC, Kazimierz, inze / 


10% Electric 
Power losses in electric networks of the Gpole 
Power Plant. Rnergetyka Pol 18 noo3236—-91 Mrtt4 


1. Zaklad Energetyomy, Opole. 
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BOROWICZ, Lech, mgre, inze 


Informations on the Association of Polish Mechanical Engineers and 
Technicians, Prsegl mech 20 no.22:697-698 '6l. 


(Poland=—Mechanical angineers ) 
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» pGLAND/Optics - Optical Technology: K 
Abs Jour . Ref Zur Fizika, No 12,. 1959» 28396 

Author Borowlc2, Lech 

Tast : - 

Title ; tnvestigation of Operations of Photog? nie and 
projection Lenses with the Aida of 3 Twynor pterfero- 
yweter 

orig Pub » Pomlary, automat, yontrola, 1958, 4, No yi, 496-50) 

Apstract ; The author aeseribes the neasurenent of wave aberta~ 
tions of optical systems with *he aid of the Twyi 

abberonetecr - FornuLos are aerived that make it pos 
sibie to calculate the ongi tudinal and transverse 
spherical aberration of a Lens fron neasured yaolucs 
of the wave aberrations - Methods are des yibed for 
estimting the quality of an optical systen py inter- 
ference patterns of its wave aberration ~~ the Butkor 
aupligran method qgnd the nethod of ngnterometric 
card 1/2 
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. - CZECHOSLOVAKIA/Optics - Optical Technology. K 


Abs Jour Ref Zhur Fizika, No 12, 1959, 28391 


optical light modulators. -- Yu. M. Kutey 


- Di - 
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K 
TochnoLogy: 
- Optical 
poLAND/Optics 5, bh 
Ref Zhur Fizik, No 2, 196% 
| porovics, Lechi B rowicr, Donicle 
: Bor Systems 
: ticol Sy’ 
Author $ 7 ters for Testing Op iy 
Inst *  Interferome 5, No ¥, 1uo-1H3 
He putomt., yontrola, 1999+ 7) 
- Pponiary, 
orig Pub + 4nterfero- 
ibe roe 
authors descr tives ond mic 
. gurvey article. oe photographic si Pe me aberrations 
oe meters for meee rration moaificators interferometer for 
objectives, a) the Lau and jarization 4nterfero- 
ast gaat eee aghic lenses, ond PO 
testing Phe 
neters- 
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8.3000 (2108, 2 b P/034/60/000/01.1,/005/00 
9, 53/0 ¢ CLO ) 7/034) OF Jo1a/005/005 


AUTHORS: Borowicz, Lech, and Borowicz, Tianiela, Masters of Engineering 
peienhedens senate SS 

TITLE: The measurement of the complex--contrast-transmission function 

PERIODICAL: Pomiary - Automatyka - Kontrola, no. 11, 1960, 455-458 


TEXTs This is.a descriptive artiole (probably the first one in Po- 
land on this subject) dealing with various yethods of determining the con- 
trast transmission of lenses, basing on the principles developed by Duffieu, 
H. Hopkins, Schade, and others. This so-called "complex-contrast-transmis-. 
sion function" is expressed by the formula D(R) = 7(R) exp [i8(R)], in which 
R = number of.lines per 1 mm, or “space frequency"; T(R) = module of com- 
plex-contrast-transmission function, or a quotient of the contrast of the 
image and of the object; $(R) = phase transmission function which charac- 
terizes the dislocation of the line on the image obtained through the tested 
lens as compared with an ideal image. The Rosenhaver-Rosenbruch Method em- 
ploys a system illustrated by Figure 4. A test pattern is placed on the 
revolving drum, the intensity of ite image formed by the tested lens (2) is 
measured by a microphotometer consisting of a microscope lens (3), diaphragm 
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The measurement of the... 


(4), and photoelectric lens 
amplified by the amplifier 
loscope tube (11). 


(5)- 
(6), 
The other beam of the 


comparing the image of the tested lens with an undistorted image of the same 
pattern supplied by another microphotometer consisting of lens (7), dia~ 

phragm (8), photoelectric cell (9), and the amplifier (10). 
and by comparing 
images (the tested image and the reference image) 
the Moiré Method (Fig. 
are moved vertically along slit (5), resulting in a 
Another slit (3) 
by the tested lens (2), and behind it a multiplier photo- 
supplied by another multiplier phototube 
Both phototubes are connected to amplifier (7); 


used a square intensity pattern, 


hte 7(B) and @(R). In 
an angle to each other, 
periodical change 
the image formed 
tube (4). 
located next to sli 


of density. 


The reference data are 


t (5). 


followed by transformer (8), and the oscilloscope (9) 
The phase difference of the current supplied 
shown on the screen of another oscilloscope 


number of deficienties (dependence of the 


fara 9/7 
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and may be observed on 
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21.310 


p/034 60/000/011/005/005 
A225/A126 


a double-beam oscil- 


oscilloscope tube is used for 


The authors 
both halves of the screen 
were able to determine 

7) two grid patterns (1), at 


is placed in the plane of 


which indicates T(R)- 
py both phototubes -O(R)- is 
(10). Both methods possess 4 
engle of light beams, azimuth, 


CIA-RDP86-00513R000206520011-4" 
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The measurement of the... A225/4126 


aperture of the diaphragm, etc.) which may be eliminated by developing T(R) 
into Taylor Series: 2 
m(R) = 1 - 4eh il - T- z)e(2ur) 2 , 


in which B = reciprocal of the relative aperture; R= space frequency; I= 
distance of the front lens from the image plane; A = wavelength of light; 
¥. = W(x 
x x 
= a derivative of the wave aberration towards x. The measurement of 
Ta? wy )2 
(¥,, = ¥,) 
may be carried out with the aid of a Savart Plate, as shown on Figure 8. 
Here, a light beam comes out of slit (1) placed in the focus of the tested 
lens (2). Due to its aberrations the plane of light waves is not flat. 
The first polarizing filter (3) and the Savart plate (4) form two identical 
wave planes shifted by 4x. The second polarizing filter (3) is directed at a 
a right angle to the first one, so that the intensity of the transmitted 
light will be equal to the difference between the intensity of both waves. 
This:-is measured by the multiplier phototube (6) on which the beam is con- 


Card 3/7 
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p/034/60/000/011/005/005 
The measurement of the... A225/A126 


densed by lens (5). The reference density unit is determined by measuring 
the beam with both polarizing filters set in parallel direction. The cur- 
rent supplied by. the multiplier phototube will be proportional to the Tay- 
lor Series of T(R). A similar measurement may be carried out by means of 

a Wollastone prism, which acts like the Savart Plate. Finally, the authors 
describe a visual measurement method illustrated by Figure 11 (originating 
from J. Simon): 1 - light source; 2 - condenser; 3 - two prisms for equal- 
izing mean intensity. From this point on the system consists of two parallel 
branches: for reference purposes a Clairaut lens (5) with rectangular re- 
volving diaphragm, while the other branch contains the tested lens system 
(6) with a microscope lens (7) for the magnification of the test image. 
Mirrors (8) and (9) allow the eye (11) to observe both images simultaneous- 
ly through the ocular (10). The length of focus of the reference Clairaut 
lens must be so selected that both images have the same size. There are 
11 figures and 10 references: 8 Soviet-bloc and 2 non-Soviet-bloc. 


nnwwa ala 
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Figure 4: 

Diagram of the apparatus employed 
“ by the Rosenhauer-Rosenbruch Neth- 

od: ; 

1 - revolving drum with test pat- | 
. tern; 2 + tested lens; 3 - mi- 
".. eroscope lens; 4 - diaphragm; 5- . :: 
_. photoelectric cell; 6 - amplifier; — 

_ 7] = microphotometer lens of the , 
. veference branch; 8 - diaphragn; 

. 9 = photoelectric cell; 10 - an- 
plifier; 11 - double-beam oscillo- 
secpe; ' 12 - light source. 
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- 21310 Sees ee 
P/034/60/000/011/005/005 

* 4225/a126 | 
Figure 7: . * 
Diagram of the apparatus employed by the i 
Moiré Method: . 
1 - Moiré grids; 2 - tested lens; 3 - 
slit in the plane of the image; 4 ~ muiti- 
plier phototube; - 5 - slit near the grid ; 
pattern; 6 - ‘multiplier phototube; 7 - “As 
amplifier; 8 - current converter (trans-- 
: .former unit) producing curve 1(R) on the 


oscilloscope 9; 10 - oscilloscope show- 
ing the phase difference (R). 


as 


Cara 6/7 
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. Figure 8: — 

Diagram_of the system with a Svart Plate for deter- 

: wining (Wy - Tye: 

. 1’- slit; 2 - tested lens; 3 - polarizing filters; 

"4 - Savart Plate; 5 - condenser lens; 6 - multiplier 

- phototube. D 


Figure 11: 
Diagram of a visual system: 


1 4 = light source; 2 - condenser; . we 
3 - two prisms; 4 - test filters = 
with identical sine-shaped grada- 
tion of intensity; 5 - Clairaut.. 
lens; 6 - tested lens system; -7 - 

“microscope lens; 8, 9 - mirrors; 
10 - ocular; 11 - eye of the ob- 
server. 


leo 
: . 
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BOROWIGZ,:Lech, mgr ins, 


Optical instruments and equipment at the Leipsig Fair 1961, 
Pomiary 7 no.8:327-330 Ag '61. 


1, Gentralne Laboratorium Aparatow Poniarowych 1 Optyki, Warssawa, 
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BOROWICZ, Lech 
7 “An interferometer for the study of microscope objectives, 
Pomlary $ no.3:126-129 Mr 'é2. pp eer 


1. Centralne Laboratorium Aparatow Pomiar h i Optyki 
Zaklad Optyki Stogowanej. se are 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BOROWICZ, Lech 
a 
New methods for the accomplishment of stereoscopic drawings. 
Pomiary 8 no.8:389 Ag '62. : 
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__BOROWIOZ, Lo, mgr ing. 
Device for the determination of frequency characteristics 


of photographic and projector objectives, Pomiar 
no.9:449 S 'é2, : ones 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BOROWICZ, Lech, mgr inz. 


Optical instruments at the 3lst International Poznar: Fair. 
Pomiary 8 N0010:459~461 0 162, 


1. Centralne Laboratorium Aparatow Pomierowych i Optyki, 
Warszawa, 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206520011-4 


BOROWICZ, Lech 


es sete wei erate hee eens ie eons o> 
Measuring the function of contrast transfer of photographic 
objectives. Postepy fizyki 15 no, 322654273! 


1, Central Laboratory of ‘easuring Instruments and Optics, 
War saw, 
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eri eter for iesting optical spetenie re mexoury 

‘2. polarizer, 4st diaphragm, °5. optical system - 
Wollaston ‘quartz: L boel 8. dial seniction eae 
» 10, analyzer, | 
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PODGORSKI, Jan; BOROWICZOWA » Krystyna 
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Lymphatic sarcoma in 2 siblings. Pecliat. Pol. 40 no.9: 


987-990 S '65. 


1. Z Kliniki Onkologii Dzieciecej (Kierownik: doc, dr. J. Bozek) 
i 2 Zakladu Anatomii Patologicznej (Kierownik: lek. K. - owiczowa) 
Instytutu Matki i Dziecka (Dyrektor: prof, dr. B. Gornicki). 
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MYSONA, Miecsyslaw; KUNCEWICZ, Lessek; BOROWIEC, Marian 


Effect of sterilization on the quality change; of rubber seals of 
medicinal drugs. Farmacja Pol 19 no.?:121-1%4 10 Ap '63. 


1. Katedra Towaroznawatwa, Wyss2a askole Ekoronticsna, Krakow. 
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BOROWICZ, Slawomir, mgr 
a) 


The influence of capital investments in: Polish ports upon the 
financial results of Polish navigation. Tech gosp morska 10 no.ll: 
340-341 N "60. . (EEAI 10:3) 


1. Wyzsza Szkola Ekonomiczna, Sopot 
'  (Poland--Harbors ) (Poland--Merchant marine) 
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KOPYSG, ZbysJaw;punuWlCZ, Stanislaw 
eee ep Sigs Sei Biss as 
Complete situs inversus viscerus with congenital heart failure & 
the Klippel-Feil syndrome. Pediat. polska 32 20.32291-296 Mar 57. 


1, Z Oddsialu Daieciecego Szpitala Wojewodskiego w Zielonej Gorse 
Dyrektor: dr med, Z, Pieniezny Ordynator oddisalu: lek, med, %. Kopysc. 
Adres: Z Kopysc. Zielona Gora, ul. Moniusaki 39/1. 
(CARDIOVASCUIAR DEFECTS, CONGBMITAL, casé¢ reports 
heart failure with complete situs inversus viscerus 
& Elippel*Feil synd. (Pol)) 
(SITUS INVERSUS, case reports 
viscerum, with congen, heart failure & Klippel-Feil 
(SPINE, abnora, 
Klippel-Feil synd., with cengen, heart failure & complete 
situs inversus viscerum (Pol)) 
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BOROWICZ, S., dr. 


oe 


| Mutual influencing of maritime shipping and sea harbors in the process 
of cargo turnovers. Tech gosp morska 11 no.7/8:203-204 Jl-Ag '61. 


1. Wyzs2a Szkola Exonomicena, Sopot. 
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